WILL ROGERS MOTOR COURT 
Tulsa, Oklahoma 
Finest Accommodations for the 
Discriminating Traveler 
Completely Air Conditioned 
Individual Thermostats 
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Visit the Will Rogers Memorial in Claremore. ' < ®*‘ 
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ON U. S. 66 TULSA, OKLAHOMA EAST CITY LIMITS 



“ONE OF AMERICA’S FINEST’’ 
Recommended By 



DUNCAN HINES 























